130
V. Operator Examinations
8503110018 Forwards Exarn Rept 50-344/OL-84-02 of exams administered on 841218-20.
PATE.R.J. Region 5, Office of Director. 85/02/13. WITHERS.B D. Portland Genera! Electric Co. 2pp. 29307:132-29307:225.
-8503110026 Exam Rept 50-344/OL-84-02 on 841218-20. Exam results:two reactor operator candidates failed written exam & three senior reactor operator candidates & four reactor operator candidates passed.
SHIRAKI.C.,  ELIN.J. Region  5,  Office  of  Director.  85/01/30   100DD   29307*134-29307:225.
DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1
f. Security, medical, emergency & fire protection plans
8503110643 Forwards safety evaluation & technical evaluation rept based on review of 840629 detailed control room design review summary rept.per Suppl 1 to NUREG-0737.Supplemental rept addressing items identified in safety evaluation requested STOLZ.J.F. Operating Reactors Branch 4. 85/02/14. CROUSE.R.P. Toledo Edison Co. 25pp. 29324:298-29324:322.
-8410220172 Rev 1 to "Evaluation of Detailed Control Room Design Review, Summary Rept for Davis Besse Nuclear Power Plant," technical evaluation rept.
*  Science Applications International Corp. (formerly Science Applications, inc.). NRC-03-82-096.   84/10/01.   NRC   -   No   Detailed   Affiliation   Given.   32pp.   29324:323-29324:354.
8503150550 Forwards Insp Rept 50-346/85-03 on 850107-0204 & notices of violation & deviation.
SHAFER.W.D. Region 3, Office of Director. 85/02/19. CROUSE.R.P. Toledo Edison Co. 2pp. 29393:173-29393:186.
-8503150560 Insp Rept 50-346/85-03 on 850107-0204.Noncompliance noted: failure to cap open safety-related piping during rnaint. Deviation noted:failure to provide acceptable intercom sys between control room & shift supervisor ofc. JACKIW.I.N. Region 3, Office of Director. 85/02/19. 10pp. 29393:177-29393:186.
8503070232 Revises 840406 schedule for completinq certain evaluations to address audit findings identified during 10CFR50,App R audit.Fire protection manual preplan revs scheduled for completion by 850801.
CROUSE.R.P. Toledo Edison Co. 85/02/28. THOMPSON.H.L Division of Licensing. 1 p. 29260:112-29260:112.
8503260313 Forwards comments on recommendations in app to Insp Rept 50-346/85-02.Some responses duplicate responses to SALP,
CROUSE.R.P. Toledo Edison Co. 85/02/28. KEPPLER.J.G. Region 3, Office of Director. 5pp. 29504:237-29504:241.
8503110300 Forwards Rev 21 to industrial security plan.Rev withheld (ref 10CFR73.21). CROUSE.R. Toledo Edison Co. 85/03/01. KEPPLER.J. Region 3, Office of Director. 1p. 29290:206-29290:206.
8503110326 Revised emergency plan supporting procedures.including Temporary Mod Request T-8937 to Rev 17 to HP 1602.01 re external personnel radiation exposure & Rev 4 to AD 1827.07 re earthquake.
* Toledo Edison Co. 85/03/04. 50pp. 29290:121-29290:170.
8503200418 Rev 8 to emergency plan.
* Toledo Edison Co. 85/03/05. 319pp. 29428:239-29429:197.
8503210142 Forwards Insp Rept 50-346/85-06 on 850220-22.No noncompiiance noted. PAPERIELLO.CJ. Region 3, Office of Director. 85/03/07. CROUSE.R.P. Toledo Edison Co. 2pp. 29477:344-29477:354.
-8503210152  Insp  Rept 50-346/85-06  on  850307.No  noncompiiance or  deviation noted.Major areas inspected:emergency preparedness program. PLOSKIJ., PHILLIPS.M.P. Region 3, Office of Director. 85/03/07. 9pp. 29477:346-29477:354.
8503270475 Responds to NRC 850214 Itr re schedule for submitting supplemental summary rept for detailed control room design review & status of special studies.Addl info will be discussed during preimplementation audit in late Apr 1985. CROUSE.R.P. Toledo Edison Co. 85/03/22. STOLZ.J.F. Operating Reactors Branch 4. 1p. 29523:336-29523:336.
J. insurance & indemnity information
8503260227 Submits info re property insurance coverage.per 10CFR50.54(w)(4) requirements.
CROUSE.R.P. Toledo Edison Co. 85/03/21. STOLZ.J.F. Operating Reactors Branch 4. 1 p. 29503:163-29503:163.
P. Operating license stage documents & correspondence
8503120512 Advises that seismic qualification of shunt trip & reactor trip breaker shunt trip mod completed satisfactorily. Proposed Tech Specs consistent w/840622 test procedure will be submitted by 850430.
CROUSE.R.P. Toledo Edison Co. 85/03/08. STOLZ.J.F. Operating Reactors Branch 4. 1p. 29313:014-29313:014.
8503150177 Forwards "Reactor Containment Bldg Integrated Leak Rate Test" CROUSE.R.P. Toledo Edison Co. 85/03/08. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1p. 29369:215-29369:356.
-8503150178 "Reactor Containment Bldg Integrated Leak Rate Test" BLESSING.JJ., SHIRK.R.E. Gilbert/Commonwealth, Inc. (formerly Gilbert Associates, Inc.). 84/12/31. 141pp. 29369:216-29369:356.
8503260091 Forwards Amend 84 to License NPF-3 & safety evaluation. Amend modifies Tech Spec Tables 3.3-10 & 4.3-10 by adding in-core thermocouples.reactor coolant hot leg level, containment water level & containment pressure. DEAGAZIO.A.W. Operating Reactors Branch 4. 85/03/13. CROUSE.R.P. Toledo Edison Co. 3pp. 29519:151-29519:162.
-8503260097 Amend 84 to Jcense NPF-S.modifying Tech Spec Tables 3.3-10 & 4.3-10 by adding in-core therrnocouples,reactor coolant hot leg level,containment water level & containment pressure to list of post-accident instrumentation. STOLZ,J.F. Operating Reactors Branch 4. 85/03/13. 6pp. 29519:154-29519:159.
-8503260Q9S Safety evaluation supporting Amend 84 to License NPF-3.
*   Office   of   Nuclear  Reactor   Regulation,   Director.   85/03/13.   3pp,   29519:160-
29519:162.
8503190446 Requests NRC approval to use ASME Code Case N-411 for response spectrum seismic analysis of Class 1 reactor vessel head to hot leg continuous vent line.Updated FSAR will be amended to reflect change.Fee paid. CROUSE.R.P. Toledo Edison Co. 85/03/14. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29407:244-29407:245.
8503260372 Forwards Alternative Test 30 for quarterly stroke testing of high point vent valves.per NUREG-0737,ltem il.B.1 re installation of RCS vents & Rev 6 to "Valve Test Program."
CROUSE.R.P. Toledo Edison Co. 85/03/22. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29506:090-29506:092.
-8503260377 Rev 6 to "Valve Test Program."
* Toledo Edison Co. 85/01/31. 1p. 29506:092-29506:092.
Q. inspection reports, IE Bulletins & correspondence
8503070224 Responds to NRC 841121 notice of violation & proposed imposition of civil penalties     re     violations     noted     in     Insp      Rept     50-346/84-1 S.Corrective acticnsicorrmitment to proper administrative control of equipment reaffirmed. CROUSE.R.P. ~c!edo Edison Co. 85/01/14. TAYLOR.J.M. Director's Office, Office of inspection and Enforcement. 12pp. 29257:203-29257:214.
8503120411 Advises that revised general employee training program QA module will not be completed until 850228 due to unavailability of util president,per weaknesses identified in Performance Appraisal Insp Rept 50-346/84-19.
CROUSE.R.P. Toledo Edison Co. 85/01/31. KEPPLER.J.G. Region 3, Office of Director. 1p. 29316:178-29316:178.
8503180134 Responds to NRC 850117 Itr re violations noted in Insp Rept 50-346/84-22.Corrective actions:Procedures PP 1102.01 & ST 5092.02,re pre-startup checklist & core alteration prerequisite.modified to include Tech Spec 3.9.12. CROUSE.R.P. Toledo Edison Co. 85/02/15. NORELIUS.C.E. Region 3. Office of Director. 5pp. 29386:083-29386:087.
8503200224 Responds to 850118 Itr re violations noted in Insp Rept 50-346/84-28.Cor-rective actions:CRD sequence alarm circuitry test incorporated into ST 5010.03, "Post-Refueling Physics Testing," on 850102.
CROUSE.R.P. Toledo Edison Co. 85/02/15. NORELIUS.C.E. Region 3, Office of Director. 5pp. 29432:104-29432:108.
8503150550 Forwards Insp Rept 50-346/85-03 on 850107-0204 & notices of violation & deviation.
SHAFER.W.D. Region 3. Office of Director. 85/02/19. CROUSE.R.P. Toledo Edison Co. 2pp. 29393:173-29393:186.
-8503150553 Notice of violation from insp on 850107-0204. SHAFER.W.D. Region 3, Office of Director. 85/02/19. 1p. 29393:175-29393:175.
-8503150555 Notice of deviation from insp on 850107-0204. SHAFER.W.D. Region 3, Office of Director. 85/02/19. 1p. 29393:176-29393:176.
-8503150560 Snsp Rept 50-346/85-03 on 850107-p204.Noncornpliance noted: failure to cap open safety-related piping during maint. Deviation noted:failure to provide acceptable intercom sys between control room & shift supervisor ofc. JACKIWJ.N. Region 3, Office of Director. 85/02/19. 10pp. 29393:177-29393:186.
8503010318 Confirms 850306 meeting at Region HI ofc to discuss licensee response to SALP rept & status of regulatory improvement programmer B Burgess 850306 telcon w/R Peters.
NORELIUS.C.E. Region 3, Office of Director. 85/02/25. CROUSE.R.P. Toledo Edison Co. 1p. 29161:067-29161:067.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-AJlis Molded Case Circuit Breaker." Svc list encl.
JORDAN.EJ-. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503260313 Forwards comments on recommendations in app to Insp Rept 50-346/85-02.Some responses duplicate responses to SALP.
CROUSE.R.P. Toledo Edison Co. 85/02/28. KEPPLER.J.G. Region 3, Office of Director. 5pp. 29504:237-29504:241.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481 301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503120633 Ack receipt of 850114 Itr & payment of civil penalties proposed by NRC 841121 itr.
AXELRAD.J.A. Enforcement Staff. 85/03/06. WILLIAMSON.J.P. Toledo Edison Co 2pp. 29338:082-29338:083.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-850309,14-inch pipe on discharge of heater drain pumps ruptured.Apparently caused by main turbine trip & resulting secondary plant transient.Pipe sections may require replacement.
